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UNCLAS  KINGSTON  001675 

SIPDIS 

SENSITIVE 

DEPT  FOR  DIRECTOR  GENERAL  FROM  CHARGE  TIGHE 

E.O.  12958:  N/A 

TAGS:  AMGT  ASEC  CASC  PTER 

SUBJECT:  LONDON  EXPLOSIONS 

REF:  SECSTATE  126209 

1.1 . (SBU)  Embassy  Kingston  has  suspended  normal  operations  for 
all  of  Thursday  July  7 due  to  the  proximity  of  Hurricane 
Dennis  to  the  Jamaica  mainland.  Post  will  resume  normal  ops 
on  July  8 and  will  convene  EAC  as  directed.  In  the  interim, 
post  does  not  consider  a terrorist  attack  in  Jamaica  likely. 
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